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THIS IS UNEVALUATED INFORMATION 
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1° There are at least three hydroelectric plants around Lake Sevan. A small 
one la located approximately six kilometers to the northwest; two larger 
ones are some 15 to 20 kilometers east of the lake. Water flows through 
two main canals to the hydroelectric plants and then is channeled into 
ditches for irrigation purposes. 


[ 


H knows of no tunnel to divert water from Lake Sevan,, 


Jonly 


of a propo sal to channel water from the Black Sea to Lake Sevan and thence 
to the Caspian Sea in order to raise the level of the latter body of water , 


3»- 'She most significant hydroelectric projects I 1 are located in 25X1 

the vicinity of Kolezhma (on the Gulf of Gnega) and Arlrhangel* One is com* 
pleted and two more are under construction® The foundations are 60 meters (eic) 
beneath the earth' 5 s surface and the installations extend two meters above 
grounds The stations are built to withstand bombing attacks® 
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pomme nts It is likely that the installations mentioned in Para 0 3 
are bunt underground for protection against cold as much as or rather than 
against bombing* The whole report seems somewhat questionable but is offer- 
ed for what it is worth® 



Approved For Release 2003/08/11 : CIA-RDP82-00457R002800310011-9 






